ETag: "26d11cfef9e5a7f419938e7bb18ae659"
accept: */*
accept-encoding: gzip, deflate
authorization: LOW Q5MJdVEueYrhwX7Z:REDACTED_BY_IA_S3
content-length: 1468
expect: 100-continue
host: s3.us.archive.org
pragma: no-cache
user-agent: Justia RECAP Document Uploader
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-case-name: Batts et al v. General Electric Company et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: cand
x-archive-meta-date-case-filed: 2006-04-28
x-archive-meta-date-case-terminated: 2006-07-31
x-archive-meta-docket-num: 3:06-cv-02900
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-neverindex: true
x-archive-meta-noindex: true
x-archive-meta-pacer-case-num: 179573
x-archive-queue-derive: 0
x-upload-date: 2009-09-16T14:22:20.000Z
